UNITED STATES OF AMERICA 

v. 

Manning, Bradley E. 

PFC, U.S. Army, 

HHC, U.S. Army Garrison, 

Joint Base Myer-Henderson Hall 

Fort Myer, Virginia 22211 



) 
) 

) Government Notice 

) of Alternatives 

) to Classified Information 

) in Lieu of Closing 

) the Courtroom 

) 

) 6 May 2013 



According to the Court's Scheduling Order of 15 April 2013, by 6 May 2013, the United States 
must notify the Court of the alternatives to classified information it anticipates using during the direct 
examination of witnesses who will testify about classified subject matter. See Appellate Exhibit 
(AE) 519. The enclosed legends have been prepared to satisfy this requirement. These legends are 
classified up to the SECRET level, are unique by witness, and have been approved by information 
equity holders. 



According to the Court's Scheduling Order of 15 April 2013, by 6 May 2013, the United States 
must also notify the Court of those witnesses during whose testimony the United States anticipates 
using the silent witness rule. See Appellate Exhibit (AE) 519. This list is detailed below. 
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discussing his translation of two Arabic documents 
| discussing the Open Source Center logs 
iscussing ACIC logs 

discussing a work product email from the accused 
discussing the Intelink logs 
discussing ACIC logs 
| discussing a work product email from the accused 
iscussing Centaur logs and the origin or particular IP addresses 
liscussing the document in Specification 15, Charge II 
discussing the USCENTCOM Sharepoint server logs 
discussing a work product email from the accused 

discussing the classification of USCENTCOM information 
discussing specific CIDNE SIGACTs 
| discussing hash values in her forensic analysis 

discussing the contents of charged USCENTCOM documents 
iscussing the Department of State server logs 
| discussing the chat logs 

j discussing counterintelligence and the value of government information 
iscussing the OSJA file structure on the USCENTCOM Sharepoint server logs 
| discussing the JTF-GTMO database and the contents of compromised 
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■ discussing the Department of State firewall logs 
[discussing the classification of Department of State information 
discussing the contents of charged USCENTCOM documents 
discussing the chain of custody for four files extracted from digital media outlined 
00505250-00505252. 

discussing Reykavik-13 
discussing the response to the FOIA request for the Apache video 



27. fS^^^^^I discussing the contents of charged USCENTCOM documents 

28. discussing the USCENTCOM Sharepoint server logs 

29. BBI^^^H discussing the classification of JTF-GTMO information 



The United States understands it has a continuing obligation to notify the Court, as soon as 
practicable, should any further information surface that requires protection or should the information 
contained in this filing change. 




ASHDEN FEIN 
MAJ, JA 
Trial Counsel 



I certify that I served or caused to be served a true copy of the above on Mr. David Coombs, 
Civilian Defense Counsel, via electronic mail on 6 May 2013. 




ASHDEN FEIN 
MAJ, JA 
Trial Counsel 
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